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DRAFTED BY: COM/BIC/OED/MEPD/DCLU 
APPROVED BY: EB/OCA/REP/BEBYRON 
COM/BIC/OED/MEPD/LENGLESON 
COM/BIC/OED/MEPD/JMSANDS 
STATE/NEA/ASCHIEFEERDECKER (PHONE) 

COM/BIC/OIM/MSMITH (INFO COPY) 

EB/OCA/BR/PO'CONNOR 
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FM SECSTATE WASHDC 
TO AMEMBASSY KABUL 

UNCLAS STATE 033369 

E.O. 11652: N/A 
TAGS: BEXP.AF 

SUBJECT: KABUL GAS TURBINE POWER PROJECT 
REE: (A) KABUL 0587; (B) BEIRUT 1635; (C) KABUL 0837 

1 . AS REQUESTED BY REE A, USDOC/MEPD CONTACTED 
GENERAL ELECTRIC AND OTHER GAS TURBINE MANUFACTURERS 
INCLUDING CURTIS-WRIGHT, UNITED AIRCRAFT AND WESTINGHOUSE 
REGARDING THE EORTHCOMING KABUL POWER PROJECT. ALL THE 
FIRMS CONTACTED EXPRESSED INTEREST IN THIS TWO-20 MW 
UNIT, GAS TURBINE POWER PLANT AND APPRECIATE RECEIVING THE 
EARLY INEORMATION. 

2. WE ARE GRATIEIED THAT A U.S. FIRM HAS ALREADY 
RESPONDED, REE B. IT IS OUR ACCESSMENT THAT THIS 
PROJECT OPPORTUNITY WILL BE VIGOROUSLY PURSUED BY U.S. 
FIRMS, A KEY REASON BEING A VERY DEPRESSED MARKET EOR GAS 
TURBINES IN THE U.S. WE LOOK FORWARD RECEIVING FURTHER 
INFORMATION WHEN AVAILABLE. INGERSOLL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE033369 

Document Source: CORE 

Document Unique ID: 00 

Drafter: COM/BIC/OED/MEPD/DCLU 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750053-1077 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750245/aaaabnzw.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: (A) KABUL 0587; (B) BEIRUT 1635; (C) 

Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 MAY 2003 by RuthemTJ>; APPROVED <13 JAN 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: KABUL GAS TURBINE POWER PROJECT 
TAGS: BEXP, AF 
To: KABUL 
Type: TE 
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